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One Sarco “25” Valve Body Does 7 
Different Control Jobs All Efficiently 


Put a “P” 

pilot on to Want a 

make a Pressure An “E” pilot Pressure- 
you've got a Regulator makes it an Temperature 
Temperature to 250 psi — on/off remote Regulator? Add 
Regulator, ranges reduced 3 to control electric a “P” and 
between 0-300°F. 200 psig. “T” pilot. 


With a “T” pilot 


regulator. 


And now! ... use “P”’ 
and “‘T” and “E” pilots 
and you've produced a 
Pressure-Temperature 
Regulator with on/off 
electric override. 

Got the idea? 


“P” and “E” pilots 
make it into a 
Pressure Regulator 
with on/off 
electric override. 


A Temperature 
Regulator with 
on/off electric over- 
ride is yours with “T” 
and “E” pilots. 





Select the pilot (or pilots) and the “25” Valve is ready to do 
any one of seven different control jobs — efficiently and 
economically. Sizes from 2” to 4”. For free handy selector 
guide giving full details on control capabilities write today. 


Sarco Company, Inc., 1951 26th > 
Street S.W.. Allentown, Pa., 18105. 
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